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MSMCPAMPUM F'H j Director of f entral Intelligence 
CUBJ7CT j Cable Corrnari cations by the MHSlea.1 Ftaff 


i. mown** 


To xsodif^ the cable procedures for direct cownmications between 
the Chief, Medical Staff, and medical officers in the field, whereby 
the director of Central Intrlli gcocf will be burnished e ©err of fourth 
cables . 


II. FACTS STARING m ?KF 


25X1 A 


A. ban bean established for wedlcal corwu- 
nieations of a sensitive or technical nature between the Chief, Medical 
Staff, and medical officers at overseas stations. 


25X1 A 


B. messages nay not be need for the tr an mission of 
orders or instructions which impinge on responsibilities and authori- 
ties of the chain of eosmand. 


C. The Chief, Medical Staff, Is responeibl® for promptly bringing 
cases requiring command action to the attention of appropriate authorities. 

cables ar^ distributee only to tbr indicated 


K. The Chief, Medical Staff, is authorised to release outgoing 
25X1 A cables, and medical officer^* t oversea p stations arc 

auEhorlBca to release incoming IHRHH cables. 25X1 A 


25X1 A 


D. 

addressees. 


F. The Chief, Medical ftaff, is required to personally advise the 
Director of all medical eases which, in his opinion, should be brought 
to the attention of the Director. 


III. DECTSSlOHt 

The need for a special eoBBSuni cations channel between the Chief, 
Medical Staff, and medical officers In the field has been recognised, and 
a channel for sensitive and technical cables has been estebl' shed . It 
is now proposed that the Director will be provided with copies of these 
communications transmitted by means of this channel. 
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it. nvcmmoATicyst 


It U, therefore, rtcninflid that: 

25X1 A 

cable procedure continue as originally established, 
vith ths modification that copies of all such cables be furnished the 
Director of Central Intelligence. 


/*/ 

1*. K. WHITE 

Acting Deputy Director 
( Administration ) 


APPROVED! 


/£/ 3 * - 

Director of Central Intelligence 


Medical Office 
Retyped O-DD/A: JSWidJa 
Distribution: 


2 . DC I 

- W/k Chrono. 

1 • DD/a Subject " 




- Medical Office - ■gsy'* 
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